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1/4" 


Axle 

1/8" Diameter 
Brass 

2-9/16" Long 

Hot melt glue one 
end to outside of 
divider. 
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SIGA Front Piece 
for 1/8" Dia shaft. 
Front and back piecs. 


1/4" Thick 


2 5/16" 


